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Rock Island Quick Acting Wood- 


worker’s Vise 
Length Width 


Jaw 
4in. 
4 in. 
4 in. 
4 in. 
4 in. 
4 in. 
4 in. 
4 in. 
4 in. 


No. 
161 
162 
163 
164 
165 
166 
167 
168 
169 


Jaw 


7 in, 
740: 
7 in. 
7 in; 
10 in. 
10 in. 
10 in. 
10 in. 
10 in. 













Woodworkers’ Tool Works, Chicago 


for anvil. 


Width Capacity 


‘No. Jaw Pipe 
2381 3” ¥% to1%” 
232 4” % to 2” 








List 

Opens Weight Price 

9in. 26lbs. $ 9.60 
12in. 27 lbs. 10.40 if | 
14in. 28 lbs. 11.20 i ceiaenenl 
18in. 28 Ibs. 12.00 UCT 
12in. 29 lbs. 12.80 a 
14in. 29 lbs. 13.60 
16in. 30 lbs. 14.00 
18 in. 30 lbs. 15.20 
20in. 31 Ibs. 16.00 Nos, 


sizes and are carried 
other numbers’ are 
promptly. 


frame or body is cast iron. 
with wood. 


No. Width Jaw Opens 
261 10 in. 9 in, 


Weight 
32 lbs. 
65 lbs. 


161 and 165 are standard 
in stock; 
made up 


Weight 
16 lbs. 


Rock Island Autovise 


Stationary Type 


A strong vise, suitable for holding a variety 
of machinist’s work and pipe. 


Can also be used 


List 

List Pipe 
Vise Jaws 
$10.00 $1.30 
14.00 1.50 






Acme Woodworker's Vise 


Where the quick-acting feature is not wanted, 
this is the best vise on the market. 

The screw is cold rolled steel, front jaw is steel, 
The front jaw is faced 


List Price 
$4.00 


Lightning Grip Wood- 


worker’s Vise 


When the han- 
dle is in an up- 
right position, 
the cam ‘‘H”  al- 
lows the dog “L’’ 
to disengage the 
rack “KE.” This 
allows the front 
jaw to be moved 
freely and ad- 
justed to the 
work. By mov- 
ing the handle a 
quarter turn to 
the right, the 
cam forces’ the 
dog to engage in 


the rack and locks securely. Can be furnished with or without a stop in the front jaw. 


Width of Jaw Opens, Weight, 
Jaw, Inches Inches Pounds 
7 7 29 
12 47 
WITH STOP a FRONT JAW 
30 
9 12 48 


List 
Price 
$10.00 

12.00 


$11.00 
13,00 
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ROCK ISLAND 
SWIVEL WOOD WORKER’S VISE 


: i 





This vise can be turned in any po- 
sition on an axis parallel with the 
floor, and is locked by a clamping 
bolt which works in a channel. The 
grip is positive, ee will not 
slip. 


No. Width Jaw Opens Weight List Price 
155 4%in. Qin. 6538 lbs. $21.25 
156 4% in. 11in. 66 lbs. 22.50 


DIAMOND SWIVEL VISE 
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This is our standard swivel vise 
and we believe we have the best de- 
sign on the market. Notice the lines 
of this vise. 


These vises are heavy and the ma- 
terial is well distributed. 


No. Width Jaw Opens Weight List Price 
70 2% in. 2% in. 20 Ibs. $12.00 
71 3 in. 4 in. 28 Ibs. 18.00 
72 38% in. 5° in. 88 lbs. 15.00 
73 4 ine 6 in. 54 lbs. 17.00 


74 4% in. 6% in. 65 Ibs. 20.00 
75 5 in. T’%in. 90 Ibs. 30.00 
76 5% in. 8% in. 120 lbs. 38.00 


77 6 in. 10 = in. 186 lbs. 52.00 
78 7 in. 12 in. 240 lbs. 70.00 


ROCK ISLAND 
STATIONARY WOOD WORKER’S 
VISE 





We have the best line of wood 
worker’s vises on the market. It is 
absolutely the best designed vise of 
this type. The vise is low and sturdy. 
Workmen can work to advantage at 
this vise, which is impossible with 
some of the high patterns on the 
market. } 


No. Width Jaw Opens Weight List Price 
151 4% in. Qin. 48 Ibs. $16.25 
152 4% in. 11lin. 60 lbs. 17.50 


DIAMOND STATIONARY VISE 





This is our standard stationary 
base vise. It has all the qualities of 
design, strength and material of the 
Diamond Swivel base vise. 


No. Width Jaw Opens Weight List Price 
90 2%in. 2%in. 17 lbs. $ 9.00 
91 .<3.:Im 4 . In. ~ 22 Ibm 10,00 
92 3% in. 5 in. 28 Ibs. 11.25 
938 4 im 6 in. 42 Ibs. 12.76 


94 4% in. 6% in. 54 lbs. 15.50 
95 5 in. TMin. T5lbs. 20.00 
96 5% in. 8% in. 101 lbs. 30.00 


97 6 in. 10 in. 185 lbs. 39.00 
98 7 in. 12 in. 210 lbs. 55.00 
67 8 in. 12% in. 286 lbs. 75.00 





